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and very refreshing in the heat of the summer. At the
end of this very long walk, stands a woman in white
marble, in posture of a laundress wringing water out of
a piece of linen, very naturally formed, into a vast laver,
the work and invention of M. Angelo Buonarotti. Hence,
we ascended Mount Parnassus, where the Muses played
to us on hydraulic organs. Near this is a great aviary.
All these waters came from the rock in the garden, on
which is the statue of a giant representing the Apen-
nines, at the foot of which stands this villa. Last of all,
we came to the labyrinth, in which a huge colosse of
Jupiter throws out a stream over the garden. This is
fifty feet in height, having in his body a square cham-
ber, his eyes and mouth serving for windows and door.

We took horse and supped that night at II Ponte, pass-
ing a dreadful ridge of the Apennines, in many places
capped with snow, which covers them the whole summer.
We then descended into a luxurious and rich plain. The
next day we passed through Scarperia, mounting the
hills again, where the passage is so straight and precip-
itous toward the right hand, that we climbed them with
much care and danger; lodging at Firenzitolo, which is
a fort built among the rocks, and defending the confines
of the Great Duke's territories.

The next day we passed "by the Pietramala, a burn-
ing mountain. At the summit of this prodigious mass
of hills, we had an unpleasant way to Pianura, where we
slept that night ajid were entertained with excellent
wine. Hence to Scargalasino, and to bed at Loiano.
This plain "begins about six miles from Bologna.

Bologna belongs to the Pope, and is a famous Univer-
sity, situate in one of the richest spots of Europe for all
sorts of provisions. It is built like a ship, whereof the
Torre d'Asinelli may go for the mainmast. The city is
of no great strength, having a trifling wall about it, in
circuit near five miles, and two in length. This Torre
d'Asinelli, ascended by 447 steps of a foot rise, seems
exceedingly high, is very narrow, and the more con-
spicuous from another tower called G-arisendi, so artifi-
cially built of brick (which increases the wonder) that it
seems ready to fall. It is not now so high as the other;
but they say the upper part was formerly taken down,
for fear it should really fall, and do mischief.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